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LIMITED OFFICIAL USE LONDON 00553 

BONN FOR RCO FROM ATO 

E.O. 11652: GDS 
TAGS: ACOM 

SUB J : SHIELDED ENCLOSURE AIR CONDITIONING 
REF: LONDON 0532 NOTAL 

1. RECENT VISIT MILAN BY ATO ENGINEER REAFFIRMED URGENT 
NEED TO IMPROVE AIR CONDITIONING IN THE SHIELDED 
ENCLOSURE. 

2. ATO LONDON THEREFORE AIR SHIPPED REF INTERNATIONAL 
AIR COOLED CONDENSING UNIT MODEL RCQ L L/2 TO ROME ON 
JANUARY 12. REQUEST ROME TRANSSHIP UNIT TO MILAN. 

3. A SKETCH SHOWING SUGGESTED LOCATION FOR INSTALLATION 
WILL BE POUCHED O/A JANUARY 16. UPON RECEIPT REQUEST 
MILAN OBTAIN AND FORWARD TO ATO A COST AND TIME ESTIMATE 
FOR A LOCAL CONTRACTOR TO MOUNT THE UNIT IN THE WINDOW. 
REMAINING MATERIAL REQUIRED WILL BE SHIPPED IN NEAR 
FUTURE. WHEN RCQ UNIT MOUNTED AND ALL MATERIAL ON 

SITE, ATO WILL SEND TECHNICIANS TO DO ALL ELECTRICAL AND 
PLUMBING WORK AND INSTALL THE AIR COOLING UNIT IN THE 
ENCLOSURE. 

4. WILL ADVISE ADDITIONAL SHIPPING INFORMATION AND OTHER 
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